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Notes: 

1. The internal wires are protected from oxidation 
and embrittlement by the argon purge used during 
the TIG weld closure. 

2. The niobium alloy wires have considerable duc- 
tility and elasticity. The thermal expansion mis- 
match caused by heating is partially absorbed by 
excess length between the alumina ceramic plugs 
and by the yielding of the wires. 

3. Inquiries concerning this cable may be directed 
to: 

Technology Utilization Officer 
Lewis Research Center 
21000 Brookpark Road 
Cleveland, Ohio 44135 
Reference: B67- 10461 


Patent status: 

No patent action is contemplated by NASA. 

Source: R. E. Engdahl, et al, 
of Consolidated Controls Corporation 
under contract to 
Lewis Research Center 
(LEW-10149) 
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